IVy OIL CAPITAL MOTEL 

802 W. Skelly Drive, TULSA, OKLAHOMA 

On Interstate 44 - 66 Bypass 
8 Minutes from downtown 


24 Air Conditioned Units — Free Continental 
Breakfast — Phones and TV in every room — 
Swimming Pool. 

For Reservations phone HI 6-6621. 
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